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BILL NO. S-78-09- 




SPECIAL ORDINANCE NO. S-_ 


AN ORDINANCE approving City Utilities 
Purchase Order No. 0223 with WEMCO 
Division % Envirotech Corp. for mater¬ 
ials for the Water Pollution Control 
Plant. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1. That the City Utilities Purchase Order No. 0223, dated 
August 18, 1978, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and WEMCO Division 
% Enyirotech Corp., for: 

One WEMCO 4" X 4" Model "C" Pump for the Water Pollution 
Control Plant, 

at a cost of $2,390.00, all as more particularly set forth in said Purchase 
Order, which is on file in the Office of the Department of Purchasing and is 
by reference incorporated herein and made a part hereof, be and the same is 
in all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force and effect 
from and after its passage and approval by the Mayor. 



APPROVED AS TO FORM 









Read the first time in full and on motion’by 




, seconded by 


LLh^l. 


Committee on 


, and duly adopted, read the second time by title and referred to the 
( mid thir ' C , i r y"Pld ' ii Com mission for 

non>p , ar th^ Council Chambers , 

- - 




recofnmci'uilailuir^-cTnd P Qbll'd "TTeciTTng" Id ITS Held afte: 
City ^Count i, ■ f? , oildHrg , 'L 6rt'Way nV,'''Indiana, - on 


day 


DATE: 




o 1 clock M . , E . . T 7 




CITY CLERK 

Read the third time in full and on motion by_ 

seconded by_ _, and duly adopted, placed on its passage. 

PASSED (U&SiBp? by the following vote: 


AYES 

TOTAL VOTES x 7 

BURNS ^ 


NAYS ABSTAINED ABSENT TO-WIT: 


HINGA 

HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 


STIER _ 

TALARICO 

DATE: 7^ 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(ZQNIN&ASAR}—{GENBR^fc)- (ANNEXAT I ON) (SPECIAL) (APPROPRiATTON^RDINANCE 

, 19: 


(R ESOLUTIO N) No . ~7^ o n the Q?£> d ay of 




CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of , 19^t the hour of 


//:jq o'clock J\ M . ,E .S .T . 


at the hour of 


o'clock 


i nut 

CITY CLERK 

day of 

• is ZL, 










MAYOR 











































































































S-78-09-26 


We, your Committee on 


REPORT OF THE COMMITTEE ON CITY' UTILITIES 

City Utilities _ to whom was referred an Ordinance 


. approving,,,City Utilities Purchase Order No. 0223 with WFMr.n ntyy^n 

% Envirotech Corp. , for materials for tte Water Pollution Cnnfrni 


have had said Ordinance under consideration and beg leave to report ba 
Council that said Ordinance -M— _ PASS. 


PAUL M. BURNS - CHAIRMAN 



JAMES S. STIER - VICE CHAIRMAN 


VIVIAN G. SCHMIDT 
WINFIELD C. MOSES, JR. 




FREDRICK R. HUNTER 


CONCUR!® IN 

_CHARLES VE. WESTS 
































Memorandum 

j 0 H.P. Wehrenberg, Board of Public Works _[) ale August 18, 1978 

£ rom Ruth Winget, Purchasing Department _ . 


COPIES TO: 

Ed Stanczak 
Paul Brunner 


Subject 0ne ^ Wemco Pum P 


Herewith is Purchase Order Nbr. 0223.which is prepared favoring 
WEMCO Division, Envirotech Corporation for One (I) Wenrico Pump for 
Water Pollution Control Plant. 


This is a single source item and is needed to replace original 
unit I960 model which would require extensive repairs. 

Attached are the following documents in support of the 
recommendation for acceptance of WEMCO Division, Envirotech Corporation. 

I. Copy of Letter from WEMCO Division, Envirotech Corp. 

2 : Purchase Order Nbr. 0223 

It is urged that in referring this quote to the City Counfci I 
for enactment of an ordinance, that alI of the attached items, 
together with this memorandum (or copies) be included with the 
proposed ordinance. 

Please make sure that no confirming Purchase Order Number is 
given to WEMCO Division, Envirotech Corporation until evidence of 
Council Approval is furnished to the Purchasing Department. 


Approved: 











• ■ j ;, ®[F mm r ramais ■ 

CITY ISTIBJTIES 

DEPARTMENT OF PURCHASES 
CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

r n 

WEMCO Division 
% Enviro+ech Corp 
W.W. Equipment Co.., Inc. 

5160 E. 65th St. 

I— Indianapolis, Indiana 46220 —I 


0223 „ „ 

This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
:eipt and correspondence. 


August 18. 1978 


HIP TO — 


Water Pollution Control Plant 

2601 Dwenger Avenue 

Fort Wayne, Indiana 46803 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46302 


INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


JUAKrnr 


oesc.eT.o* 

V.o' T 'nS R 


TOTAU 


1 

Wemco 4"x4" Pump - Model "C" Ni-hard 
construction with water lubricated packing. 
Rotation CW viewed from pump shaft end. 

Conditions: 150 - 220 GPM @65-74' TDH, 1150 - 
1250 RPM 

F.O.B. Factory 

Net 30 

Ship 10 days A.R.O. 

Subject to Councilmanic Approval 

Per letter of 8/11/78. 

ATTENTION! 

Send all Invoices to General Accounting 

4th Floor, City-County Bldg. 

1 E. Main St. 

Fort Wayne, Indiana 46802 

Show P. O. Number on Packing Slip 
and Invoice. 

RW (82) 

(Capitali 

ze) 

2,390. 

00 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 

















:v 

{ 
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> , 
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W- 
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City Utilities 


PURCHASE 


REQUISITION 


D n f p August 16, 1978 _ 

Please order the follovnng Material for Delivery as Specified: 

_ , , . . Water Pollution Control Plant 

To be delivered to-—- 


JReq. No. 


82 


On or before____ . - -P. O. No.— 


QUANTITY 

DESCRIPTION 

DIST. 

NO. 

DEPARTMENT 
ESTIMATED COST 

/ 

construction with water lubricated packing. Rotation 

(Capital 

ize) 



CW viewed from pump shaft end. 





CONDITIONS: 150 - 220 GPM @ 65-74' TDH, 1150 - 1250 R.P.f. 

. 




This unit to replace Serial No. 6191012 (1960) 





7Cost $2,390.00 --- 

—' — 





See—attached- ! ett er-of- quotation^ for—terms 





? ■v f/z/yg. 





WEMCO DIVISION V 

.-Envirotech Corp. 





W§W Equipment Co., Inc. _ 

r t only vendor) \ S 3 o 





. Y6-A 




j 

/3■ -R, (0. 3<r 




REMARKS: 

U V ' / 

This pump to replace original 1960 unit which will require 

c 



extensive repairs. 










































EQUIPMENT CO., INC. 


5160 E. 65th ST. INDIANAPOLIS, INDIANA 46220 317/849-7942 


Paul Brunner 

Water Pollution Control Plant 

1 Main Street 

Fort Wayne, Indiana 46808 


August 11, 1978 



Fort Wayne, Indiana 


Re: Wemco Pump to Replace 
Serial #6191012 


Paul: 

We are pleased to offer our quotation on a Wemco pump as follows: 


One (1) - Wemco 4" x 4" Model "C" - Ni-Hard construction 
with water lubricated packing. Rotation CW 
viewed from pump shaft end. 

Conditions: 150-220 GPM @ 65-74' TDH 
1150-1250 RPM 


Price, Bare Pump ... $ 2,390.00 

Price quoted f.o.b. factory with freight allowed to Fort Wayne, 
Indiana. Applicable taxes to be added. Price firm for 30 days. 

Terms: Net 30 Days. Any time in excess of this will add to your 
invoice at the rate of l%?o per month or any portion thereof. 

Shipment can be made in approximately'10 weeks after receipt and 
acceptance of order at the factory. 

Should you desire to place an order for the above, please make the 
order to Wemco Div. Envirotech Corp., c/o W & W Equipment Co., Inc. 
and send to us for processing. 


FDW:voc 


Very truly yours, 



Complete Water Treatment and Water Pollution Control Equipment 








¥'/r c r 

title OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES P. O. NO. 0223 - WEMCO DIV. °L ENVIRQTECH COR F. 
DEPARTMENT REQUESTING ORDINANCE_ BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER ND. 0223 - WEMCO DIVISION Z ENVIRQTECH 
DRP. IN AMOUNT OF $2390.00 FOR ONE WEMOO 4"x4" MODEL "C" PIMP FOR THE WATER POLLUTION CONTROL 

PLANT. __________ 


7f- 


(MEMORANDUM AND PURCHASE ORDER ATTACHED) 


EFFECT OF PASSAGE NECESSARY TO REPLACE ORIGINAL PUMP, WHICH IS A 1960 UNIT REOTTTRTNC 
EXTENSIVE REPAIRS 


EFFECT OF NON-PASSAGE REPAIRS TO ORIGINAL ITNTT WTT.T. COST PORE THAN PURCHASE OF NEW TINTT. 
WHICH WILL GIVE MORE EFFICIENT OPERATION AND SERVICE 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $2390.00 FRCM CITY TTTTT.TTTF.S - SEWER 


ASSIGNED TO COMMITTEE 
































